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-9107010130 Safety evaluation supporting amend 100 to license NPF-12.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 2pp.
58262:099-58262:101.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107290056 Final response to FOIA request for info re Georgia Power Vogtle.South
Carolinas Electric & Gas Co VC Summer & Duke Power Oconee I,II & III plants.App
records already available in PDR.App B records encl & being made available in PDR.
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205).
91/06/27. FELLERS.R.A. North Carolina, Univ. of, Chapel Hill, NC. 4pp. 58568:065-
58568:099.

9107080260 Forwards Amend 102 to License NPF-12 & safety evaluation. Amend
allows deletion of two valves from Table 3.8-2, addition of 12 valves from Table 3.8-2
& rearrangement of Table 3.8-2 into alphanumeric order.

WUNDER.G.F. Project Directorate 11-1. 91/07/01. SKOLDS.J.L. South Carolina Elec-
tric & Gas Co. 3pp. 58388:293-58388:308.

-9107080264 Amend 102 to License NPF-12,al!owing deletion of two valves from Table
3.8-2,addition of 12 valves to Table 3.8-2, rearrangement of Table 3.8-2 into alphanu-
meric order & update of 12 valve designations & functions.
MENDIOLA.AJ. Project Directorate 11-1. 91/07/01. 10pp. 58388:296-58388:305.

-9107080266 Safety evaluation supporting Amend 102 to License NPF-12.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/01. 3pp.
58388:306-58388:308.

9107180093 Forwards corrected pages to amend 102 to license NPF-12.
WUNDER.G.F. Project Directorate 11-1. 91/07/11. SKOLDS.J.L South Carolina Elec-
tric & Gas Co. 2pp. 58500:296-58500:300.

-9107190185 Corrected pages to amend 102 to license NPF-12,correcting typos in
Table 3.8-2 re motor-operated valves thermal overloads protection &/or bypass de-
vices.

*  Project Directorate 11-1. 91/07/11. 3pp. 58500:298-58500:300.

9107240061 Forwards amend 103 to license NPF-12 & safety evaluation. Amend re-
moves snubber visual exam schedule & replaces w/ refueling outage based visual
exam schedule as shown in Generic Ltr 90-09.

WUNDER.G.F. Project Directorate 11-1. 91/07/15. SKOLDS.J.L South Carolina Elec-
tric & Gas Co. 3pp. 58521:265-58521:279.

-9107240063 Amend 103 to license NPF-12,removing snubber visual exam & replacing
it w/refueling outage based visual exam schedule.
MENDIOLA.AJ. Project Directorate 11-1. 91/07/15. 10pp. 58521:268-58521:277.

-9107240064 Safety evaluation supporting amend 103 to license NPF-12.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/07/15. 2pp.
58521:278-58521:279.

9107290223 Submits util position re requirements of NUREG-0737,ltem II.D.3 re RCS
relief & safety valves.Seismically qualified acoustic monitors utilized on each safety
valve tailpipe. Acoustic monitoring sys meets requirements of NUREG-0737.
SKOLDS.J.L South Carolina Electric & Gas Co. 91/07/26. WUNDER.G.F. Document
Control Branch (Document Control Desk). 2pp. 58592:004-58592:005.

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035. "Labeling Requirements for Transporting Multi-
Hazard Radioactive Mat Is." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040348 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10,
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York. Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040. "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York. Inc. 86pp. 58297:207-58297:293.

9108210168 NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107050287 Provides response to NRC 910531 Itr re violations noted in Insp Rept 50-
395/91-01.Corrective actions:component re-positioned to proper alignment & removed
from equipment misalignment status log.

SKOLDS.J.L South Carolina Electric & Gas Co. 91/06/27. Document Control Branch
(Document Control Desk). 2pp. 58340:223-58340:224.

9106280018 NRC Info Notice 91-043. "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107240061 Forwards amend 103 to license NPF-12 & safety evaluation. Amend re-
moves snubber visual exam schedule & replaces w/ refueling outage based visual
exam schedule as shown in Generic Ltr 90-09.

WUNDER.G.F. Project Directorate 11-1. 91/07/15. SKOLDS.J.L. South Carolina Elec-
tric & Gas Co. 3pp. 58521:265-58521:279.

-9107240063 Amend 103 to license NPF-12,removing snubber visual exam & replacing
it w/refueling outage based visual exam schedule.
MENDIOLA.A.J. Project Directorate 11-1. 91/07/15. 10pp. 58521:268-58521:277.

-9107240064 Safety evaluation supporting amend 103 to license NPF-12.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/15. 2pp.
58521:278-58521:279.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York. Inc. 87pp. 58568:238-58568:325.

9107290075 Provides response from South Carolina Electric & Gas Co to NRC Bulletin
89-001 .Suppl 2, "Failure of Westinghouse Steam Generator Tube Mechanical Plugs."
SKOLDS.IL South Carolina Electric & Gas Co. 91/07/23. Document Control Branch
(Document Control Desk). 2pp. 58591:208-58591:209.

Ft. Periodic operating reports & related correspondence

9107190150 Monthly operating rept for June 1991 for Summer Nuclear Station Unit
1.W/910715ltr.

HALTIWANGER.J.. SKOLDSJ.L South Carolina Electric & Gas Co. 91/06/30. 5pp.
58485:177-58485:181.

S. Reportable occurrences, LERs & related correspondence

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.Initially reported on 910620.Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR

F. Security, medical, emergency & fire protection plans

9107290182 Forwards Rev 2 to emergency plan.Section 8.6,Page 50 & Rev 13 to EPIP-
6,Pages 2 & 3 of 4,Attachment 1,Pages 1 & 2 of 2 & EPIP-14,Attachment 1,Page 1 of

BENNECHE.P.E, Virginia, Univ. of, Charlottesville, VA. 91/07/18. Document Control
Branch (Document Control Desk). 3pp. 58591:235-58591:243.

-9107290185 Rev 2 to emergency plan (EP).reflecting change to EP Section 8.6,Page
50 re frequency of calibr of portable instruments.

* Virginia. Univ. of. Charlottesville, VA. 91 /07/18.1 p. 58591:238-58591:238.

-9107290186 Rev 13 to EPIP.including revs to EPIP-6,Pages 2 & 3 of 4, Attachment
1,Pages 1 & 2 of 2 & EPIP-14,Attachment l.Page 1 of 1 for update phone
list.respectively.

*  Virginia. Univ. of. Charlottesville, VA. 91/07/18. 5pp. 58591:239-58591:243.

H. General correspondence

9107160151 Informs that AB Reynolds replaces PE Allaire as Chairman of Dept of Nu-
clear Engineering & Engineering Physics & RA Rydin replaces AB Reynolds as Chair-
man of Reactor Safety Committee.etfective 910701.

MILDER.R.U. Virginia, Univ. of, Charlottesville, VA. 91/07/01. Document Control
Branch (Document Control Desk). 1p. 58481:252-58481:252.

DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2

F. Security, medical, emergency & fire protection plans

9107010052 Requests written response describing actions to be taken to improve offsite
preparedness noted during 900911 emergency preparedness exercise.
SCARANO.RA Region 5 (Post 820201). 91/06/21. SORENSEN.Q.C. Washington
Public Power Supply System. 2pp. 58246:001-58246:184.

9107030054 Forwards Safeguards Insp Rept 50-397/91-13 on 910513-29.NO violations
or deviations notedRept withheld (ref 10CFR2.790(d) & 73.21).
REESE.J.H. Region 5 (Post 820201). 91/06/25. SORENSEN.G.C. Washington Public
Power Supply System. 3pp. 58393:010-58393:012.

9107290141 Provides clarification,^ regards to discussions concerning state recent
review of plant emergency action levels.

MOONEY.B. Washington, State of. 91/06/25. LARSON.D. Washington Public Power
Supply System. 1 p. 58591:133-58591:133.

9107170282 Forwards Rev 19 to physical security plan.Rev withheld (ref 10CFR73.21).
SORENSEN.G.C. Washington Public Power Supply System. 91/07/08. Document
Control Branch (Document Control Desk). 2pp. 58481:353-58481:354.100 to license NPF-1 ^incorporating more negative boron worths
